Electrical Equipment & Supplies 


401 


FOSTORIA LOCALITES 



MODEL 

55-BH-701 


Listed by 
Underwriters’ 
Laboratories, 
Inc. 


36 inches overall. Heavy duty arm and 
collar disc joints. Very flexible and rug¬ 
ged. Medium screw heavy duty industrial 
socket with Levolier switch. Universal 
base. Completely wired. 


Price, Model 55-BH-701.each $9.45 

In standard package of 4.each 8.03 



MODEL Listed by Underwriters’ 
5-BH-701 Laboratories, Inc. 

26 inches overall. Heavy duty arm and 
collar disc joints. Very flexible and rug¬ 
ged. Medium screw heavy duty industrial 
socket with Levolier switch. Universal 
base. Completely wired. 


Price, Model 5-BH-701.each $7.75 

In standard packages of 4.each 6.59 



Listed by 
Underwriters’ 
Laboratories, 
Inc. 


HEAT VENTILATED REFLECTOR 

35 inches overall. Heavy duty 
arm and collar disc joints. 
Very flexible and rugged. 
Medium screw heavy duty 
industrial socket with Levolier switch. Uni¬ 
versal base. Completely wired. 


Price, Model 55-VCX-701.each $10.95 

In standard package of 4.each 9.31 



NEW 

MODEL 

8-VCX-705 


REFLECTOR 


Listed by 

2934 inches overall ad- Underwriters' 
justable length, 1234 Laboratories, 
inches high. Heavy du- Inc. 
ty bend and collar disc 
joints. Very flexible and rugged. Med¬ 
ium screw heavy duty industrial socket 
with Levolier siwteh. Completely wired. 


Price, Model 8-VCX-705.each $9.60 

In standard package of 4.each 8.16 



Fits all old model as well as new model Localites with 
half shade refleGtor. Positive protection from hot reflector 
when using 100 watt lamp. 


Price, Nylon Koolshield.... .each $1.20 

In standard package of 4.each 1.02 



MODEL Listed by Underwriters’ 
7-BP-705 Laboratories, Inc. 

26 inches overall adjustable length, 
1234 inches high. Heavy duty bend 
and collar disc joints. Very flexible 
and rugged. Medium screw heavy duty 
industrial socket with Levolier switch. 
Completely wired. 


Price, Model 7-BP-705.each $8.00 

I n standard packages of 4.each 6.80 


SPECIAL INNER REFLECTOR 

SHIELD for VCX Reflectors 

Provides extreme coolness when using 100 
watt lamp. An accessory easily attached 
inside of VCX Ventilated Reflector. Made 
of aluminum with high mirror finish. 




MODEL Underwriters’ 

66-BP-701 Laboratories, 

Inc. 


4734 inches overall. Heavy duty arm and 
collar disc joints. Very flexible and rug¬ 
ged. Medium screw heavy duty industrial 
socket with Levolier switch. Universal 
base. Completely wired. 


Price, Model 66-BP-701.each $10.30 

In standard package of 4.each 8.76 


General Specifications: Finish,)semi-gloss Vista Green baked enamel. Lamps not included. 

i Write for complete catalog. 
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